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NORTH  mSIIAE  URBAN  DISTRICT  COUNCIL 
ANNUAL'  REPORT  OF  TI3E  MEDICAL  OFFICER  OF  HEALTH  FOR  HIE  YEAR  1  cjk& 
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M*0  •  H*  Or*  Henry  Morrison  K,A«  M.D 

Surveyor  &  Sanitary  Inspector  W .Morris.  M.Inst  M  &  Cy  E  M.H.  Sen  I 

M.S *A 


To 

The  Chairman  and  Members  of  tbo  North  Ua.lsham  Urban  District  Council. 
Gentlemen, 


I  have  pleasure  in  presenting  to  you  my  Annual  Report  for  the  year 

1946 .  As  in  the  previous  seven  years  the  Ministry  of  Health  ha3  decided  that  only 
on  interim  report  should  be  made* 

1#  Notifiable  Disease  Returns  show  one  case  of  Loban  Pneumonia,  one  case  of 

Scarlet  fever  si:;  oases  of  I..'ca3los  and  fifteen  cases  cf  Whooping  cough*  Oilo 
Caso  of  Pulmonary  and  one  case  of  non  pulmonary  Tuberculosis  vvero  reported, 

T!io  portion  with  regard  to  infectious  Diseases  Iigs  thus  boon  very  satisfactory. 

2*  The  total  number  of  deaths  from  all  causos  was  66  against  57  last  year* 


Causes  of  death  wore  as  follows 


Heart  Disease  l6 
All  Vascular  Lesions  16 
Influenza  1 
Bronchitis  2 
Pneumonia  2 
Other  Respiratory  Diseases  1 
Cancer  9 
All  other  cases  Iff 


66 


Thoro  were  four  deaths  in  infants  under  one  year,  one  still  birth  was  recorded. 
There  wore  no  maternal  deaths. 


3*  Tb»c  number  of  live  births  recorded  v/a3  79  as  against  56  last  year  33  being 
mnlo  and  h  6  female.  Throe  for  talcs  v/oro  illegitimate  as  against  6  males  and 

*2  females  in  1945 


4*  The  estimated  population  is  4»339* 
Ratos  are  therefore  as  follows 


England  ft  7/alos 

143  Smaller  Towns 

North  77a  1  si' 

Birth  Rato  per  1000 

Li vo  Births 

19.1 

21  *3 

18*2 

Still  Births 

.53 

.59 

.23 

Deaths  all  causes 

11.5 

11.7 

15.4 

Deaths  under  1  year 
per  1000  live  births 

43 

37 

50  *64 

5*  The  percentage  of  children  inncculatod  against  dipthcria  remains  at  a  high 
figure  as  shown  below* 

Number  of  children  at  ages  up  to  5  years  302 

Number  immunised  253 

Number  of  children  at  a.gaos  5  "  14  535 

Number  immunised  42 0 

The  effort  to  maintain  and  improve  those  figures  mu3t  continue  and  it  should 
bo  noticed  that  children  immunised  in  infancy  should  rocoivo  a  "booster"  dose, 
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one  .single  injection  at  about  5  years  and  another  at  10  years  in 
order  to  maintain  protection. 

6.  Infestation  -  No  special  action  was  required  during  the  year 

7* Venereal  Disease  -  None  was  reported. 

8.  Water  Supplies  1.  During  the  year  the  water  supply  &as  been  satisfactory 

in  quality,  but  increasing  demand  lira  led  the  Council 
to  have  a  schone  prepared  for  extensions  at  the  Pumping 
Station  including  a  now  borehole  and  new  headings. 
Following  a  Public  Inquiry  this  scheme  was  approved 
by  the  Ministry  of  Health,  and  a  tender  for  tho  work 
ha3  boon  accepted . 

ll)  There  is  a  piped  supply  for  tho  whole  of  the  built-up 
area#  No  analysis  of  the  raw  water  was  made  but  the 
outer  going  into  supply  was  analysed  in  May  I9J4.6  -  copy 
analys t ' s  r c  p  or  t  a  1 1 a  chad , 

111)  Tho  water  is  not  liable  to  have  plumb o-solvent  action. 

IF)  The  water  is  chlorinated  at  the  Pumping  Station, 


V)  Number  of  dwelling  houses  supplied  1273 

Number  of  population  suaplied  lj250 

a)  Direct  to  tho  houses  bOjO 

b)  By  standpipes  200 


9*  Drainage 


end  Sewerage  -  No  new  works  were  carried  out  during  tho  year 
but  schemes  for  new  sewers  and  extension  of  sewage 
disposal  works  wore  in  course  of  preparation. 


10  .  Factories  Act  1937  -  No  special  action  was  taken  under  this  Act, 
1.1*  There  were  no  changes  in  staff  during  the  year. 


I  am  Gentlemen 

Your  obedient  Servant 

(SIGNED)  R.C.KACLEOD 


m.b.cii.d  d  *p  ,n , 


D.T  »M,&  H, 


f 


-V 


- 


•  \ 


4 


77*Lincclne  Sutton  F.R.I.C.  Norfolk  &  Suffolk  Laboratories 

Public  Analyst  for  the  Counties  Ro&well  Street,  Norwich, 

of  Norfolk  ana  Suffolk,  City  cf  Narmch  etc. 

27th  Hay  : 

CERimCATE  OF  ANALYSIS  OF  WATSR 
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